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The following ite*» art to ho need on & tattUg .ilesoi a£ 
proeaare redaction wolwe, irv* Stock ? f 513 - 4357 * 

Kil 3-tec #r-6607*: ' 


(1> Geage, cylinder oreeeure 0 to 3000 la*. . .3 ®ech 
) 2 > oporoti nr preooare 0 to *-00 lb»...3 * ftC h 

( 3 ) Inlet too e&ch 

(h> lolot connecting glen* *’3 

( 5 ) inlot connecting nut 

(6) "crow, justing SJto j, 

2. If tho oqiipsont listed «horo i* not readily areilible, it ie 
requests thet action ho taken to procure th« following «abetitate 

1 ten* t 


(3 Gaog#, cylinder pr«*»uro C to 300 G lb*. t 3 each 
2” dlneoter , aireo, stylo 1100 . Port Ho. ohl-uC 54 


(2j Oa tgo, operating pressure. 

Si* 1-00 53 


Air CO* art li© * 

• • • 3 each 


( 3 / inlet connect lag nut, ;irco , &rt ho. <t 30-3322 
3 each 

(<*> inlet too, aireo, , i rt ho. 30-0373 3 each 
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(5) inlet i-onn*ctia# Gland, Mrco, 

-*rt So. 3C-C152 3 each 

( 6 ) tor , oxygen (preeeur* redunfciont 

- Ireo. ftyl* lloo 3 meh 

3. If collate mm unit* cannot b* procured fro* one sab*. 
f.cturr. do not •ah.titat. with part* fro* .pother «mif*ct«rl£. 

— f ‘ A ** * t.H e ee ite*e bo shirked to insure their arrival 
no l«ter than 8 Kar eh I 956 . 
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